OUR  LADY  OF  THE  LAKE  COLLEGE 
SAN  ANTONIO,  TEXAS 
The  beautiful  and  inspirational  PERPETUAL 
ADORATION  CHAPEL,  located  in  St.  Joseph  Hall, 
convalescent  home  for  the  Sisters  of  Divine  Provi- 
dence, Our  Lady  of  the  Lake  Convent,  San 
Antonio,  Texas. 
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SAN  ANTONIO,  HOME  OF  THE  ALAMO, 
GULF  BREEZES,  AND  SUNSHINE 
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